Business Name: 

Vida Skin Beauty Center 

Address: 

434 Arden Ave. Suite #330 

Glendale, CA 91203, USA 

Phone: 

747-257-0777 

Website: 
https://www.vidaskinbeautycenter.com/co2-laser-gentlepeel 
Keywords: 


Cool-Gentle Peel, CO2 Laser resurfacing, Los Angeles, CA, Gentle CO2 Laser 
resurfacing, Los Angeles, CA, Cool Gentle CO2 laser Treatment, Glendale, CA 


About us: 


CO2 Laser “Cool-Gentle-Peel" is a soft fractional CO2 laser peel, that delivers 
Fast and Short laser pulses, with (High peak, Low energy laser output), into 
the superficial layer of skin resulting in reversal of photo-aging and skin 
rejuvenation, with minimal tissue damage and short downtime. 


FAQs 


e CO2 Laser “Cool-Gentle-Peel” - delivers gentle laser energy through 
High Peak, Short Pulse, lower energy output, via far-infrared light to the 
first layer of skin (epidermis) and heating the second layer (dermis). 


e Limits the damage to the surrounding skin area with unique advanced 
technology fractional laser system. 


e Has minimal downtime compared to traditional CO2 laser peel. 


e Effective for Skin rejuvenation, and reversal of skin-aging from UV 
Light. 


e Takes about 30 minutes to treat. 


e Topical numbing cream for 30-minutes is recommended for sensitive 
skin, to decrease the discomfort. 


e Multiple session may be needed with GentlePeel to achieve full 
resurfacing results. 


° Can be done after completion of RF-Microneedling, as combined 
therapy, or individually as a separate therapy. 
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